DOCKETED ITEMS       39
-8503210358 Notice of environ assessment & finding of no significant impact re 810119 application for exemption from 10CFR50, App R.ltem Ili.O concerning reactor coolant pump oil collection sys.
LAINAS.G.C. Assistant Director for Operating Reactors. 85/03/07. 3pp. 29479:232-29479:234.
8503140152 Forwards 850124 Rev 9 to industrial security plan.Rev withheld (ref 10CFR73.21 & 2.790).
MCDUFFIE.M.A. Carolina Power & Light Co. 85/03/08. GRACE.J.N. Region 2, Office of Director. 1p. 29357:169-29357:169.
8503270147 Notification of 850327 meeting w/util in Bethesda.MD to discuss hot short open item in App R alternate shutdown sys.
REQUA.G. Operating Reactors Branch 1. 85/03/19. VARGA.S.A. Operating Reactors Branch 1. 2pp. 29541:034-29541:035.
8503270440 Rev 4 to Emergency Plan Implementing Procedure PEP-2006, "Police.Fire & Medical Phone Numbers."W/850320 Itr.
MORGAN.R.E. Carolina Power & Light Co. 85/03/20. GRACE.J.N. Region 2, Office of Director. 8pp. 29523:159-29523:166.
P. Operating license stage documents & correspondence
8503060739 Notification of 850312 meeting w/util in Bethesda.MD to discuss status of
multi-plant,TMI & plant-specific open items. REQUA.G. Operating Reactors Bran
Jranch 1. 85/02/27. VARGA.S.A. Operating Reactors Branch i. 2pp. 29264:324-29264:326.
8503070202 Forwards list of safety-related sys affected by loss of power from each 120-volt ac instrument bus.per NRC 841109 request.
ZIMMERMAN.S.R. Carolina Power & Light Co. 85/03/01. VARGA.S.A. Operating Reactors Branch 1. 10pp. 29261:001-29261:010.
8503210438 Summary of 850215 meeting w/util & Pacific Northwest Labs re review of regulatory requirements.per NRC 850117 Itr.
GROTENHUIS.M. Operating  Reactors Branch  2.  85/03/05.  Operating  Reactors Branch 2. 6pp. 29479:175-29479:180.
8503220297 Forwards revised initial draft guidance re scaling factors for irradiated components.incorporating comments from NMSS. Original needs expressed in 840202 Itr satisfied & review terminated.W/o encl.
VASSALLO.D.B. Operating Reactors Branch 2. 85/03/05. UTLEY.E.E. Carolina Power & Light Co. 8pp. 29487:159-29487:166.
8503120057 Requests amend to 841108 ElA.allowing disposal of slightly contaminated soil in ash pond. Expeditious approval requested.
CUTTER.A.B, Carolina Power & Light Co, 85/03/06. VARGA.S.A. Operating Reactors Branch 1. 3pp. 29322:337-29322:339,
8503180251 Forwards response to 841203 request for addl info to complete review of Generic Ltr 83-28, Item 4.2.1 re periodic maint program for reactor trip breakers & Item 4.2.2 re trending of reactor trip breaker parameters.
ZIMMERMAN.S.R. Carolina Power & Light Co. 85/03/07. VARGA.S.A. Operating Reactors Branch 1. 7pp. 29383:274-29383:280.
8503250310 Forwards Matls Engineering Branch safety evaluation based on review of 840629 & 1030 submittals re reactor vessel matl properties.Chemical composition of beltline weld matls acceptable.Pressurized thermal shock issue unresolved. VARGA.S.A. Operating Reactors Branch 1. 85/03/11. UTLEY.E.E, Carolina Power & Light Co. 2pp. 29496:113-29496:118.
-8503250314 Safety evaluation supporting estimates of chemical composition of reactor vessel beltline welds. * Materials Engineering Branch. 85/03/11. 4pp. 29496:115-29496:118.
8503210316 Forwards summary of 850214 telcons re effects of postulated high energy line break outside containment.
ZIMMERMAN.S.R. Carolina Power & Light Co. 85/03/18. VARGA.S.A. Operating Reactors Branch 1. 3pp. 29465:119-29465:121.
8503270581 Concurs w/841213 memo re deletion of Tech Spec phrase "except for low temp physics tests." Phrase no longer required.License will request deletion from Sections 3.3.2 & 3.3.2.2 in next Tech Spec submittal.
THOMPSON,H.L Division of Licensing. 85/03/20, OLSHINSKUA. Region 2, Office of Director. 2pp. 29542:273-29542:274.
Q. Inspection reports, IE Bulletins & correspondence
8503010265 Informs of review of SALP Board results of periodic evaluation of facilities for Feb 1983 - Apr 1984.Util pleased w/Board recognition of efforts to improve performance.increased mgt attention will continue.
UTLEY,E.E. Carolina Power & Light Co. 84/09/07. O'REILLY.J.P. Region 2, Office of Director. 1 p. 29157:228-29157:228.
8503070082 Forwards Insp Rept 50-261/64-49 on 841210-14. No violation or deviation noted.
VERRELLI.D.M. Region 2, Office of Director. 85/01/14. UTLEY.E.E, Carolina Power & Light Co. 2pp. 29268:024-29268:025,
-4503070088   Insp   Rept   50-261/84-49   on   841210-14.No   violation   or   deviation noted.Major      areas     inspected:plant      chemistry.svc     water      piping      sys degradation,inservice testing of pumps & valves & inspector foliowup items. ROSS.W., BLAKE,J.J. Region 2, Office of Director. 85/01/08. 13pp. 29268:026-29268:038.
8503060319 Forwards Insp Rept 50-261/84-50 on 841126-28.No violation or deviation
VERRELLI.D.M. Region 2, Office of Director. 85/01/16, UTLEY.E.E Carolina Power & Light Co. 1p. 29252:215-29252:221.
-8503060325 Insp Rept 50-261/84-50 on 841126-28.NO violation or deviation noted.Major areas inspected:potential exposure of health physics technician in excess of 10CFR20.101(a) limits.
WEDDINGTON.R.E., JENKINS.G.R. Region 2, Office of Director, 85/01/10. 6pp. 29252:216-29252:221.
8503050230 Forwards summary of 850109 meeting w/util re application of 10CFR50.48 & 10CFR50,App R re fire protection.
OLSHINSKI.J.A. Region 2, Office of Director. 85/01/30. UTLEY.E.E. Carolina Power & Light Co. 1p. 29221:281-29221:284.
-8503050236 Summary of 850109 meeting w/util in Atlanta.GA to discuss application of 10CFR50.48 & 10CFR50,App R re fire protection.in preparation for special insp scheduled for 850204-08.Attendance list encl.
WISEMAN.G.R. NRC - No Detailed Affiliation Given. 85/01/25. NRC - No Detailed Affiliation Given. 3pp. 29221:282-29221:284.
8503060464 Forwards Insp Rept 50-261/84-52 on 841210-14.NO violations or deviations noted.
OLSHINSKI.J.A. Region 2. Office of Director. 85/01/30. UTLEY.E.E. Carolina Power & Light Co. 2pp. 29248:242-29248:256.
-8503060468 Insp Rept 50-261/84-52 on 841210-14.No violations or deviations noted.Major areas inspected:operator logs & shift turnover.surveillance testing.startup testing,onsite nuclear safety,QA activities & sys status.
FREDRICKSON.P, HOLLAND.W.E., LOVELESS.D.P. Region 2, Office of Director. 85/ 01/29. 13pp. 29248:244-29248:256.
8503010149 Suppls response to IE Bulletin 83-07 re fraudulent products sold by Ray Miller,lnc.No Ray MiHer matl has been supplied to util.
CUTTERAB. Carolina Power & Light Co. 85/01/31. O'REILLY.J.P. Region 2, Office of Director. 2pp. 29163:192-29163:193.
8503050503 Forwards summary of 850125 meeting w/util in Atlanta.GA re improvement program.Meeting beneficial & provided better understanding of facility status. OLSHINSKI.JA Region 2, Office of Director. 85/02/01. UTLEY.E.E. Carolina Power & Light Co. 2pp. 29221:043-29221:047.
-8503050505 Summary of 850125 meeting w/util in Atlanta.GA re facility improvement program & corporate nuclear safety functions.
FREDRICKSON.P. NRC - No Detailed Affiliation Given. 85/02/01. NRC - No Detailed Affiliation Given. 3pp. 29221:045-29221:047.
8503070248 Discusses proprietary review of insp repts.Util role in identifying matls considered proprietary emphasized.NRC will conduct independent proprietary review of each insp rept.
OLSHINSKI.J.A. Region 2, Office of Director. 85/02/05. UTLEY.E.E. Carolina Power & Light Co. 2pp. 29267:176-29267:177.
8503050054 Ack receipt of 850125 Itr informing NRC of steps taken to correct violations noted in Insp Rept 50-261 /84-4S.
VERRELLI.D.M. Region 2, Office of Director. 85/02/08. UTLEY.E.E. Carolina Power & Light Co. 1p. 29221:233-29221:247.
-8503050059 Responds to NRC 841226 Itr re violations noted in Insp Rept 50-261/84-48,Corrective actions:health physics stickers removed & detailed search conducted to ensure no stickers attached to stainless steel or nickel alloy components. MORGAN.R.E. Carolina Power & Light Co. 85/01/25. O'REILLY.J.P. Region 2, Office of Director. 2pp. 29221:234-29221:235.
-8503050062 Forwards Insp Rept 50-261/84-48 on 841204-07 & notice of violation. VERRELLI.D.M. Region 2, Office of Director. 84/12/26. UTLEY.E.E. Carolina Power & Light Co. 2pp. 29221:236-29221:247.
-8503050110 Notice of violation from insp on 841204-07.
*  Region 2, Office of Director. 84/12/26. 1p. 29221:238-29221:238.
-8503050113 Insp Rept 50-261/84-48 on 841204-07.Vfolation noted:failure to provide adequate measures to protect stainless steel.
KLEINSORGE.W.P.,   BLAKE.JJ.   Region   2,   Office  of   Director,   84/12/21.  9pp. 29221:239-29221:247.
8503060446 Forwards Exam Rept 50-261/OL-84-01 of exam administered on 841218-21.
VERRELLI.D.M. Region 2, Office of Director. 85/02/13. UTLEY.E.E. Carolina Power & Light Co. 2pp. 29251:068-29251:157.
-8503060454 Exarn Rept 50-261/OL-84-01 on 841218-21.Exam results:seven candidates passed oral exam,six candidates passed written exam & one candidate failed. COOK.EA, WILSON.B.A. Region 2, Office of Director. 85/02/08, 85pp. 29251:070-29251:157.
8503060459 Forwards Insp Rept 50-261/85-06 on 850114-17 & 21-24 & notice of violation.
WALKER.R.D, Region 2, Office of Director. 85/02/13. UTLEY.E.E, Carolina Power & Light Co. 2pp. 29248:218-29248:228.
-8503060463 Notice of violation from insp on 850114-17 & 21-24.
*  Region 2. Office of Director. 85/02/13. 2pp. 29248:220-29248:221.
-8503060480 Insp Rept 50-261/85-06 on 850114-17 & 21-24.Violations notedprior to startup from steam generator replacement outage,licensee used concrete expansion safety anchor factor of one.considered sys operable & started reactor. ANG.W.P,.   LIU.W.C.,   BLAKE.JJ.   Region  2,   Office  of  Director.  85/02/06.  7pp. 29248:222-29248:228.
8502250807 IE Info Notice 85-016, "Time/Current Trip Curve Discrepancy of ITE/S!e-mens-Allis Molded Case Circuit Breaker." Svc list encl.
JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 830103), 85/02/27. Consolidated Edison Co. of New York, Inc. fir      --------    ~
29196:258.
f13pp, 29196:147-
'Svc
8503010448 IE Info Notice 85-017. "Possible Sticking of ASCO Solenoid Valves." list encl.
JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/01 Consolidated Edison Co. of New York, Inc. 108pp. 29481:301-29482:044.
8502270050 Suppl 1 to IE Info Notice 83-70, "Vibration-Induced Valve Failures." Svc list encl,
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04. Consolidated Edison Co. of New York, Inc. 109pp. 29481 193-29481:300.-296/84-48 on 841026-1125.Violation noted:failure to follow tag clearance procedures for valve hand wheel. PAULK.G.L, PATTERSON.CA, DEBS.B.T. Region 2, Office of Director. 84/12/17. 9pp. 29222:010-29222:018.8503210132 Forwards Insp Repts 50-259/85-02,50-260/85-02 & 50-296/85-02 on 850121-25. No violations or deviations noted.
